ETag: "10d2c356769184491ccc7647bf6a83b5"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 89528
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 15:1126 Patent Infringement
x-archive-meta-case-name: O&#039;Keeffe&#039;s Inc. v. Technical Glass Products
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cand
x-archive-meta-date-case-filed: 2007-07-06
x-archive-meta-date-last-filing: 2008-09-19
x-archive-meta-docket-num: 5:07-cv-03535
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Patent
x-archive-meta-pacer-case-num: 193810
x-archive-queue-derive: 0
x-upload-date: 2011-11-23T08:22:18.000Z
